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alkanes, 


titers in normal 
cir- 
on 


Aortitis, 


for 


for for storage, 


for of P. notatum = flask 


for of small amounts 


and 
Arterial ap- 
Arteries, 
Arthritic 


Ascorbic 


Asphyxia, mechan- 


and 
595 
and 


Aspirin 

Assay 
of in- 

Atabrine, 


cotton hose 


in, 606 
treatment 


as 


Athlete's 


estimation 
97 
in body 


747 


reactions, stand- 
of heparin by 


Azure A 


Bacillus, proteolytic meningi- 


Bacteria, 


some di-(hydroxy- 

254 

of disinfectants, 
method for estimating, 312 

sacterium tularense, isolation of, from sputum 
of atypical case of human tularemia, 
903 

typhosum, Vi properties for, 
demonstrated infection 
with malaria 916 


sactericidal 
phenyl) 


Bacteriostatic activity rapid 


agglutinative 
following 
parasites, 
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Darbiturate intoxication and picrotoxin treat- 
ment, 265 

Beets, home-canned, botulism from, 702 

Bile acids, effect of, on biliary excretion of 
neoé arsphenamine and mapharsen, 

85 re 3 

excretion of 

mapharsen, 

853 

Biochemistry for 
Rev.) 

Biopsies, small, quick, paraffin method for, 74 

Biopsy studies of effects of estrogens on liver, 

1062 
method, direct, 


and 
on, 


Biliary neoarsphenamine 
effect of bile acids 


medical students, 459 (B. 


for determination of 
serum proteins, adaptation of, to box 
comparator colorimetry, 436 
Blood agar-gentian violet plates used in aero- 
bic and anaerobic cultures of 
wounds, 1090 
plates, 
acid . in, 
of, with spectrophotometer 
optical colorimeter, 222 
heart muscle in uremia, 
substances in, 715 
and organs of dogs, reactions in, on intra- 
venous injection of hemoglobin solu- 
tion, 628 
antihemolytic value 
112: 


Biuret 


agar 
amino microdetermination 
and with 


and cardiotoxic 


of, lysolecithin and, 


creatinine, elevated, prognostic significance 
of, 1001 
ethyl alcohol in, micromethod for 
tion of, 429 
Romanovsky 
methylene violet, 1181 
glucose, microdetermination of, 113 
groups A and B, macroscopic determination 
of, 763 
in tuberculosis, clinical of, 118 
(B. Rev.) 
iso-agglutinin titers, relationship of, to total 
serum protein concentration, 1156 
of, in 
and high 


determina- 


films, staining of, and role of 


significance 


pressure and heart rate, variability 
selected groups of college 
school students, 1139 
estimation of, 638 
of dogs, estimation of, simple 
tory technique for, 97 
determination of tocopherol in, 772 
gravity and blood volume, relation- 
ship between, in recovery from car- 
diac decompensation, 390 
method for simultaneous determina- 
tion of methemoglobin- oxyhemoglo- 
= ratio and per cent hemolysis in, 
9 
eee 
sulfonic 


ausculta- 


serum, 
specific 


stored, 


using xylene- 
precipitant, 


determination in, 
acid as protein 
879 


typing, stabilizing serum for, 766 
volume and blood specific gravity, relation- 
ship between, in recovery from card- 
iac decompensation, 390 
method for determination of, T- 
1824, 1266 
therapy of migraine 
fecting, 709 
and facial prosthesis in relation to war 
wounds, 667 
thiouracil in, 
tion of, 329 
structures, application of ‘inductograph” 
registration of movements of, 863 
chips, grafts, repair of cranial defects, 
546 


with dye 


by electrolytes af- 


Body 


fluids, methods for determina- 


to 


Bone 


in the aged, 508 

Book reviews and notices, 118, 230, 
782, 883, 998, 1107, 1210, 

Borderlands of psychiatry, 119 (B. Rev.) 

Botulism from home-canned beets, 702 

Box comparator colorimetry, adaptation of di- 
rect biuret method to, for determina- 
tion of serum proteins, 436 

rabbit, 303 

3rain pathology, patients with, 

subjects, reappearance of flicker at 

high flash frequency in, 63 

color photography of, after 

997 

Bromidrosis, 

Bundle branch 

lowing 


marrow 
150, 
1307 


560, 


and normal 


Brains, fixation, 
694 
fol- 


595 


cadmium-aerosol solution for, 
block and nodal rhythm 
aspirin hypersensitivity, 





op 


INDEX 15317 


CC 


action of, adju- 


upon, 659 


chloride, germicidal 
vant effect of aerosol 
Cancer, riddle of, 883 (B. Rev.) 
Canine distemper virus, natural 
tularemia in dogs used 
906 
for 
984 


Cadmium 


occurrence of 
as source of, 
Cannula measuring intrathoracic pressure, 
effects of 


permeability, 
dye T-1824, 


on, by use of 
decompensation, relationship 
blood volume and _— blood 
gravity in recovery from, 390 
Cardiotoxiec substances in blood and 
muscle in uremia, 715 
Care of animals, 80 
of human sperm, 211 
Carr-Price reagent dispenser, 
pipette for, 992 
chip-bone grafts, repair of 
fects by, 546 
Cell growth in vitro, role of creatine 
its use in wound healing, 483 
and total erythrocyte counts of 
female rats, effects of ether 
thesia upon, 1070 
Centrifuge washing, micro-decanter for, 881 
Chemical composition and antigenic proper- 
ties of polysaccharide fraction of 
three-hour cultures of  Staphylo- 
coccus aureus, 1054 
Chemotherapeutic sulfa drugs upon growth of 
a-hemolyticus Streptococcus, 454 
Chemotherapy, penicillin, ineffective, of ar- 
thritic rats infected with pleuro- 
pneumonia-like organisms, 372 
Chicago area, occurrence of members of genus 
Salmonella in inhabitants of state 
hospitals of, 375 
lophurae in, effect of heparin on, 
organ weights of, nomogram 
1300 


Chip-bone a4 ifts, 


Capillary 


vitamin D 
1S 


Cardiac between 
specific 


heart 


modified Koch 


Cast cranial de- 


in, and 


adult 
anes- 


white, 


840 


Chick, P. 
for, 


Children, 
defects by, 


repair of cranial 


its water-soluble deriv- 


free, 


Chlorophyll, "study of 
atives, 


total determination of, 


241 
Chibesterol. and 


75 
deficiency studies in dogs, 1109 
new itch remedy, 177 
hepatic, syphilitic aortitis, 
carditis, general considerations 
pathogenesis, 139 
utilization, medium for determination 
of, by colon bacteria, 306 
method for studying factor 
relations in disease, 
use of oral thermometers, 179 
of phthalylsulfathiazole, 785 
Clot, plasma, tensile strength of, 282 
Cold agglutination, vasospastiec factor’ in 
serum of case of Raynaud’s disease 
with, 1074 
agglutinins in tuberculosis, 936 
fraction, 1082 
hem: — 


Choline 
Circa 42, 
Cirrhosis, myo- 
on 


Citrate 


Clinical of human 


reactions in tuberculosis, 


globulin fraction of patho- 
logic sera, 1082 
particle agglutination § in 
antiprotein systems, 352 
Colon bacteria, medium for determination of 
citrate utilization by, 306 
surgery of, phthalylsulfathiazole as adjuvant 
in, 798 
photographs of fluorescence phenomena 
in, inexpensive method of publishing, 
1207 
photography 


Cold-susce sptible 


Collodion protein- 


Color, 


of fixed pathologic specimens, 
plates, 470, 996, 1094, 
Colorimeter, optical, and 
microdetermination of 
nitrogen in blood with, 
Colorimetric determination of traces of metals, 
782 (B. Rev.) 
Colorimetry, box comparator, adaptation of 
direct biuret method for determina- 
tion of serum proteins to, 436 
Commercial penicillin, acute toxicity of, 809 
Comparative results with transdermal (or 
transcutaneous) and _ intracutaneous 
tuberculin tests, 398 
Compleat pediatrician, 560 (B. Rev.) 


262, 1208, 1212 
spectrophotometer, 
amino acid 
299 


nm oOF« 
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Compounds, acridine, antibacterial effects of, 

34, 1177 
gold, in rats, toxicity of, 1168 

Coronary disease associated with short PR in- 
terval and prolonged QRS, 673 

Correspondence, 783 

Cotton hose as vehicle for fungicide in treat- 
ment of athlete’s foot, 606 

Coverslips, glass, processed glue as substitute 
for, in histologic technique, 1294 

Cranial defects, repair of, by cast chip-bone 
grafts, 546 

Creatine, role of, in cell growth in vitro and 
its use in wound healing, 483 

Creatinine, blood, elevated, prognostic signifi- 
eance of, 100] 

Cultivation and preservation of diplococcus 
pneumoniae and mycobacterium tu- 
berculosis in market eggs, 532 

Culture media, bacteriologic maintenance of 
moisture in, 751 

time and temperature guide for inspis- 
sating, 526 

Cultures, aerobic and anaerobic, of wounds, 
gentian violet-blood agar plates 
used in, 1090 

xonococcus, delayed, solid medium for trans- 
portation of, 314 

I. notatum, simple apparatus for periodic 
testing of, 749 


Dark-field diagnosis of penile lesions, 82 
Deaths following use of local anesthetics in 
transcricoid therapy, 478 
Decompensation, cardiac, relationship between 
blood volume = and_ blood © specific 
gravity in recovery from, 390 
Depressants, surface tension, determination of 
phenol coefficients in presence of, 


‘ ‘ 
Desicecation, resistance of Melbourne strain of 
influenza virus to, 37 
Detection of nitrate reduction, modified test 
for, 404 
Device for protection of microtome sections, 





. ’ 
mechanical, for making multiple paraffin 
rings for slide precipitation tests for 
syphilis, 1100 
restraining, for hematological work with 
rats and mice, 981 
viewing, for reading Kahn reactions, 752 
Kahn, with standard illumination for 
reading tubes in rack, 755 
Diabetes, alloxan, in dogs, 510 
juvenile, insulin sensitivity, 366 
treatment of, simplification, 168 
Diabetic life, control by diet and insulin, 886 
(B. Rev.) 
Diagnosis and treatment of epidemic cere- 
brospinal meningitis, 585 
dark-field, of penile lesions, x2 
laboratory, of tuberculosis, 75 
medical, 1210 (B. Rev.) 
of malaria, laboratory aids in, 518 
of pneumonia, “reverse”? typing as aid in, 


1203 
of tularemia, rapid agglutination test for, 
976 


Diarrheas, treatment of, with phthalylsulfa- 
thiazole, 796 
Diathermy, short wave, effect of heat pro- 
duced by, on activity of muscle, 609 
Diet and insulin, control by, in diabetes, 886 
(B. Rev.) 
Diethylstilbestrol, chemical and morphologic 
responses to, 1062 
Diets, elimination, and patient's allergies, 886 
(B. Rev.) 
“Digestion” of metal in stomach, 687 
Di-(hydroxyphenyl) alkanes, bactericidal ac- 
tivity of some, 254 
Dogs, alloxan diabetes in, 510 
blood pressure of, simple auscultatory tech- 
nique for estimation of. 97 
choline deficiency studies in, 1109 
hematologic actions of acetanilid and naceto- 
phenetidin in, 942 
natural occurrence of tularemia in, used as 
source of canine distemper virus, 906 
reactions in blood and organs of, on intra- 
venous injection of hemoglobin solu- 
tion, 628 





INDEX 


Diplococeus pneumoniae and mycobacterium 
tuberculosis, cultivation and preser- 
vation of, in market eggs, 532 
Disease, coronary, associated with short PR 
interval and prolonged QRS, 673 
creatinine content of blood in, 1004 
human relations in, clinical method = for 
studying, 1 
hypertensive, and hypertension, 998 (BB. 
Rev.) 
Raynaud's, with cold) agglutination, vaso- 
spastic factor in serum of case of, 
1074 
Diseases, heart, 999 (CB. Rev.) 
Disinfectants, bacteriostatic activity of, rapid 
method for estimating, 312 
Dispenser, Carr-Price reagent, modified Koch 
pipette for, 992 

Distemper virus, natural occurrence of tu- 
laremia in dogs used as source of, 
906 

Diuretic therapy, Combined, studies in, 486 

Drop recorder, electron tube, 410 

Drugs, sulfa, effect of, upon growth of a-hemo- 
lytic us Streptococcus, 454 

Dye T-1824, effects of vitamin D on capillary 
permeability by use of, 48 

method for determination of blood volume 

with, 1266 


DI 


KA-1, pharmacologic action of, 150 
Ieberthella typhosa, purified pyrogen from, 58 
Editorial policy, 781 
Eggs, cultivation and preservation of diplo- 
coccus pneumoniae and mycobac- 
terium tuberculosis in, 532 
Electrode paste, adhesive nondrying, 81 
Electrolytes affecting blood volume, therapy 
of migraine by, 709 
Klectron tube drop recorder, simple, 410 
Elliptoeytosis, 185 
Endocarditis, pneumococcic mural, association 
of, with acute interstitial pancrea- 
titis, 590 
subacute bacterial, confined to pulmonic 
valve with malformed leaflets, 825 
EKosinophilia, local, in malignant neoplasms, 
&20 
Ixpidemic cerebrospinal meningitis, diagnosis 
and treatment of, 585 
Erythroblasts, giant orthochromatic, 127 
Erythrocyte counts of adult female rats, 
effects of ether anesthesia upon, 1070 
erythrocytes, clumping of, in Hayem’s dilut- 
ing fluid, grave prognostic sign, 624 
effect in vitro of propylene glycol on, 197 
reversibility of sensitization of, 684 
Estradiol, chemical and morphologic — re- 
sponses to, 1062 
Estrogens, serial biopsy studies of effects of, 
on liver, 1062 
Estrone, effect of, on anaerobic glycolysis of 
uterus of rat in vitro, 957 
Ither anesthesia, effects of, upon total 
erythrocyte and white cell counts 
of adult female rats, 1070 
Ethyl alcohol in blood, micromethod for de- 
termination of, 429 
Experimental hypertension, 
treatment of, 1217 
Experiments, animal, simple ventilation re- 
corder for, 1205 
Extracts, tissue, micro-mincer for preparation 
of, 1104 
Ixxtremities of man, vascular responses in, in 
health and disease, 782 (B. Rev.) 
Ikyes, color photography of, after fixation, 996 


sympatholytic 


F 

Facial and body prosthesis in relation to war 
wounds, 667 

Feces of chronic invalids, plasma-coagulating 
staphylococci in, 938 

Fever, artificially induced, effect of, on ana- 
phylactic shock in actively sensitized 
guinea pigs, 614 

Fibroblasts in tissue culture, growth of, effect 
of water-soluble chlorophyll deriv- 
atives and other agents upon, 241 

Flicker, reappearance of, at high flash fre- 
quency in patients with brain path- 
ology and in normal subjects, 63 
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SUBJECT 


Fluids for intravenous use, leucocytosis as 
index of pyrogenicity in, 735 
Fluorescence microscopy, staining = tubercle 

bacilli in, Comparison of procedures 
for, 218 

phenomena, photographs of, in = color, in- 
expensive method of publishing, 1207 


Food infection, Salmonella, in military per- 
sonnel, 1042 
Fraction, globulin, cold-susceptible, of patho- 


logic sera, 1082 
polysaccharide, of three-hour 
Staphylococcus aureus, 
composition and = antigenic 
ties of, 1054 
Freezing-drying of tissues for storage, appa- 
ratus for, 657 


cultures of 
chemical 
proper- 


Frog, South African clawed, reaction of, to 
human pregnancy serum, 527 
Fungi, bacteria, and = spirochetes in sections 


from paraffin-embedded tissue blocks, 

silver stain for demonstration of, 868 
Fungicide, cotton hose as vehicle for, in 

treatment of athlete’s foot, 606 


‘ 


mucus smears, permanent metachro- 
matic staining of, 321 

Gentian violet-blood agar plates used in aero- 
bic and anaerobic cultures of 
wounds, 1090 

Germicidal action of cadmium chloride, adju- 
vant effect of aerosol upon, 689 

Germicides, penetrating power of, method to 

determine, 413 


Ciastric 


Giant orthochromatic erythroblasts, 127 
Glass coverslips, processed glue as substitute 
for, in histologic technique, 1294 
Glucose, blood microdetermination of, 113 
Glue, processed as substitute for glass cover- 
slips in histologic technique, 1294 
metabolism in liver under fasting 
conditions, 106 
Gilycogenesis, new technique for measurement 
of, 106 
Gold compounds in rats, toxicity of, 1168 
reaction, significance of pH in, 970 
Gonads and adrenals, effect of, on absorption 
of subcutaneous sesame oil, 850 
Gonococcus cultures, delayed, solid) = medium 
for transportation of, 314 
Gonorrhea, sulfonamide-resistant, treated with 
urea and sulfonamide by mouth, 889 
cast chip-bone, repair of cranial de- 
fects by, 546 
Guide, time and temperature, for inspissating 
culture media, 526 
pigs, actively sensitized, anaphylactic 
shock in, effect of artificially induced 
fever on, 614 


Glycogen 


Grafts, 


Guinea 


H 
Hair, human, occurrence of arsenic in, and 
medicolegal significance, 439 
Hand, influenza virus on, persistence of, 121 


Hayem’'s diluting fluid, clumping of erythro- 
cytes in, grave prognostic sign, 624 
Head injuries, 68 
Heart diseases, 999 (B. Rev.) 
musele and blood in uremia, 
substances in, 715 
rate and blood pressure, 
selected groups of college and 
school students, 1139 
Heat produced by short ‘wave’ diathermy, 
effect of, on activity of muscle, 609 
Hematocrit tube, new, 301 
Hematologic actions of acetanilid and aceto- 
phenetidin in dog, 942 
complications of therapy with 
phosphorus, 1020 
improved restraining device for rats 
and mice, 981 
Hemochromatosis, mobilization of iron in, with 
administration of various chemicals, 
nae 


cardiotoxic 


variability of, in 
high 


radioactive 


work, 


‘ - 

Hemoglobin solution, intravenous injection of, 
reactions in blood and organs of 
dogs on, 628 

Hemolysis, per cent, methemoglobin-oxyhemo- 
globin ratio and, in stored blood, 
method for simultaneous determina- 
tion of, 99 


INDEX 


a-Hemolyticus Streptococcus, effect of chemo- 
therapeutic sulfa drugs upon growth 
of, 454 
Hemophilus pertussis 
tive and passive 
Hemorrhage, bilateral adrenal (Waterhouse- 
Friderichsen syndrome) associated 
with meningococeal septicemia, 357 
Heparin, effect of, on phagocytosis, 840 
standardization and assay of, by toluidine 
blue and azure A reactions (correc- 
tion), 117 
cirrhosis, 
ditis, general 
pathogenesis, 139 
Hippuric acid excretion test, reaction follow- 
ing, 188 


infection in mice, ae- 
immunity in, 21 


syphilitic aortitis, myocar- 


Hepatic 
considerations on 


Histologic technique, application of — proc- 
essed glue as. substitute for glass 


coverslips in, 1294 
Holder, multiple rabbit, 308 
Home-canned beets, botulism from, 702 
Homemade mechanical pipette, S872 
Homicide investigation, 885 (B. Rev.) 
Hormones, fat-soluble, vehicle for intravenous 
administration of, 530 
steroid, propylene glycol as menstruum for 
administration of, 1256 
Hose, cotton, as vehicle for fungicide in treat- 
ment of athlete’s foot, 606 
hair, occurrence of arsenie in, and 
medicolegal significance, 439 
hand, persistence of influenza virus on, 121 
infant, neuromuscular maturation of, 230 
(B. Rev.) 
inheritance, studies in, 1211 
plasma, recalcified, serum from, suitability 
of, for serodiagnostic tests for 
syphilis, 1287 
pregnancy serum, reaction of Xenopus 
laevis daudin (South African clawed 
frog) to, 527 
relations in disease, clinical 
studying factor of, 
sera, normal staphylococcus antitoxin titers 
in, 1162 
serum treatment of atypical pneumonia, 493 
sperm, care of, 211 
Humidity and temperature, effect of, on oxy- 
gen toxicity, 1134 
Hypertension and hypertensive disease, 998 
(B. Rev.) 
experimental, sympatholytiec treatment. of, 
917 
‘ 


Human 


method for 


I 


Immunity, active and passive, in experimen- 
tal Hemophilus pertussis infection in 
mice, 21 
Implantation, intraperitoneal, of reconstituted 
desiccated muscle, shock from, 339 
Indirect sphygmomanometry, 638 
“Inductograph,” application of, to registra- 
tion of movements, particularly of 
body — structures) such as pyloric 
sphincter, 863 
Infant, neuromuscular maturation of, 230 (RB. 
Rev.) 
premature, meningitis in, due to proteolytic 
(iram-negative bacillus, 500 
experimental Hemophilus pertussis, 
active and passive immunty in, in 
mice, 21 
food, Salmonella, in military personnel, 1042 
Infections, malaria, avian, apparent advantage 
of frequently administered quinine 
in, 43 
meningococcic purpuric lesions in, 273 
nonsyphilitic, persistence of falsely positive 
serologic tests for syphilis in, 47: 
Influenza virus on human hand, persistence of, 


Infection, 


resistance of Melbourne strain of, to desic- 
cation, 37 
Ingestion of large quantities of 
amino acids, 963 
Inhalational therapy, principles and practices 
of, 887 (B. Rev.) 
Inheritance, human, studies in, 1211 
Injection, intramuscular, oils used for, 259 
intravenous, of hemoglobin solution, reae- 
tions in blood and organs of dogs on, 


protein and 


628 
of ultra short-acting anesthetics in mice, 
296 
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Injection —Cont'd 


subcutaneous, of urine and urinary extracts 


from rheumatoid patients into rats, 
19 
Insulin and diet, control by, in diabetes, SS6 


CB. Rev.) 
in diabetes, 172 
sensitivity, juvenile diabetes, 366 
stupor in se hizophrenic patient, 
sistance to, 55 
Intestinal antiseptic, value of 
i$ 
protozoa,  Mallory’s  phosphotungstic 
hematoxylin for staining, 534 
Intoxication, barbiturate, picrotoxin tre: 


extreme re- 
sulfathiazole as, 
acid 


itment 


and, 265 
Intracutaneous and transdermal tuberculin 
tests, comparative results with, 398 
Intradermal test for vitamin C  subnutrition, 
6 


Intramuscular injections, oils used for, 259 
Intrathoracic pressure, cannula’ for measur- 
ing, 984 
Intravenous administration of fat-soluble 
mones, vehicle for, 530 
injection of hemoglobin solution, 
in blood and organs of dogs on, 


hor- 


reactions 
628 


use, fluids for, leucocytosis as index of 
pyrogenicity in, 735 
Investigation, homicide, S85 (RB. Rev.) 


lodine 
Iron, 


applicator, mechanical, 664 

mobilization of, in hemochromatosis, 
with administr: ition of Various 
chemicals, 742 





Isopropyl alcohol, acute and chronic. toxicity 
of, 56 
Itch remedy, Cirea 42, 177 
J 
Juvenile diabetes insulin sensitivity, 366 
kK 
Kahn re Viewing device for reading, 


sactions, 
od , 





shaker, paraffin tissue preparations utiliz- 
ing, 304 
Viewing device with standard illumination 
for reading tubes in rack, 755 
Koch pipette, modified, for Carr-Price reagent 
dispenser, 992 
L 


Laboratory aids in diagnosis of malaria, 518 
diagnosis of tuberculosis, 75 
polychrome stain for use in, 
small, method of obtaining 
for, 745 

supports, 536 

tests of oximeter with automatic compensa- 
tion for vasomotor changes, 987 

Lesions, penile, dark-field diagnosis of, 82 
purpuric, in meningococcic infections, ¢ 

Leucocytes, effect in vitro of propylene wyoot 

on, 203 
Leucocytosis as index of pyroge nicity 


1094 


compressed air 





in fluids 


for intravenous use, 735 
Liver damage, severe, reaction following in- 
gestion of sodium benzoate in pa- 
tient with, 188 
glycogen metabolism in, under fasting con- 
ditions, 106 
serial biopsy studies of effects of estrogens 
on, 1062 
Local anesthetics in transcricoid therapy, 
deaths following use of, 478 
eosinophilia in malignant neoplasms, 802 
Lonchocarpus H.B.K. (timbs6), allergy from, 


939 
Lyophilization, sterile, of 
material, simple 
ratus for, 978 
Lysolecithin and antihemolytic value of blood, 
1123 


small amounts of 
inexpensive appa- 


M 


Macrocytic anemia, nutritional, in 
with pellagra or 
deficiency, 1226 

Macroscopic determination of blood 
and B, 763 


patients 
vitamin B complex 


groups A 


SUBIECOT 





INDEX 


Malaria, diagnosis, 





laboratory aids in, ; 

treatment, prophylaxis, 13807 (B. Rev. 

infections, avian, apparent adv: intage of eas 
quently administered quinine in, 43 


Malarial parasites, simple acid water solution 


for better visualization of, using 
Wright's stain for thick blood films, 
1103 

Vi ageglutinative properties for Bacterium 


typhosum demonstrated following in- 
fection with, 916 


Malignant neoplasms, local eosinophilia in, 820 


Mallory’s phosphotungstic acid hematoxylin 
for staining intestinal protozoa, 534 

Manual and mechanical resuscitation in = ex- 
perimental asphyxia, 695 

Mapharsen and neoarsphenamine, biliary ex- 
cretion of, effeet of bile acids on, 853 


Maturation, neuromuscular, of human infant, 
230 (B. Rev.) 
Mechanical and manual resuscitation in ex- 
perimental asphyxia, 695 
device for making multiple) paraffin” rings 
for slide precipitation tests for syph- 
ilis, 1100 
iodine applicator, 664 
pipette, homemade, 872 
Media, culture, bacteriologic maintenance of 
moisture in, 751 
time and temperature guide for inspissat- 
ing, 526 
Medical diagnosis, 1210 (B. Rev.) 
illustration, 546, 667, 994, 1207 
students, biochemistry for, 450 (B. Rev.) 


Medicolegal significance of arsenic in human 


hair, 439 


Medium for determination of citrate utiliza- 
tion by colon bacteria, 306 
solid, for transportation of delayed gono- 


cocecus cultures, 314 
Melbourne strain of influenza virus, 
of, to desiccation, 37 


resistance 


Meningitis, epidemic cerebrospinal, diagnosis 
and treatment of, 585 
in premature infant due to proteolytic 
Gram-negative bacillus, 500 


Meningococeal septicemia, bilateral adrenal 
hemorrhage  (Waterhouse-Friderich- 


sen syndrome) associated with, 357 
Meningocoecic infections, purpuric lesions in, 

973 

fe 


Metabolism, glycogen, in liver under 
conditions, 106 
Metachromatic staining, permanent, 

mucus smears, 321 
“digestion” of, in stomach, 687 
traces of, colorimetric determination 
of, 782 (B. Rev.) 
Methemoglobin-oxyhemoglobin 
cent hemolysis — in 
method for 
tion of, 99 


fasting 
of gastric 


Metal, 
Metals, 


ratio and per 
stored blood, 
simultaneous determina- 


Method, assay, for penicillin and similar sub- 
stances, 319 
clinical, for studying ae gl of human rela- 
tions in disease, 
for determination of Siac volume with dye 
T-1824, 1266 
of penetrating power of germicides, 413 


of thiouracil in tissues and body fluids, 329 
for estimating bacteriostatic ac tivity of dis- 
infectants, 312 

atabrine concentration, 


serum 1303 


for mounting gross pathologic specimens in 
Petri dishes, 91 

for obtaining compressed air for small labo- 
ratory, 745 

for paraffin tissue preparations utilizing 
Kahn shaker, 304 

for publishing photographs of fluorescence 
phenomena in color, 1207 

for recovery of penicillin from urine, 769 

for simultaneous determination of methemo- 
globin-oxyhemoglobin ratio and per 
cent hemolysis in stored blood, 99 

quick paraffin, for small biopsies, 74 

selenium, for determination of nonprotein 


nitrogen, 666 


2-Methylaminoheptane (EA-1), pharmacologic 


action of, 150 

Methylene violet, role of, in Romanovsky 
staining of blood films, 1181 

Mice, active and passive immunity in experi- 
mental Hemophilus pertussis infec- 


tion in, 21 
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Mice—Cont'd 
apparatus for constant rate intravenous in- 
jection of ultra short-acting anes- 
thetics in, 296 
improved — restraining device 
tological work with, 981 
methods of infecting, 21 
Micro-decanter for centrifuge 


for hema- 


washing, SS1 


Microdetermination of blood glucose, 113 

Micromethod for determination of ethyl alco- 
hol in blood, 429 

Micro-mincer to facilitate preparation of  tis- 


sue extracts, 1104 
Microscopic observation of 

agglutination in 

systems, 352 
Microscopy, fluorescence, 


collodion particle 
protein-antiprotein 


staining tubercle ba- 


cilli in, comparison of procedures 
for, 218 

Microtome sections, device for protection of, 
525 

Micrurgical and germ-free techniques, 119 


(B. Rev.) 
Migraine, therapy of, by electrolytes affecting 
blood volume, 709 
personnel, Salmonella food infection 
in, 1042 
Mobilization of iron in hemochromatosis with 
administration of various chemicals, 
so 


Military 


Moisture, maintenance of, in bacteriologic cul- 
ture media, 751 
Mounting gross pathologic specimens in 
dishes, 91 
endocarditis, 
of, with 
titis, 590 
Muscle, activity of, effect of heat produced by 
short wave diathermy on, 609 
desiceated, reconstituted, shock from intra- 
peritoneal implantation of, 339 
Mycobacterium tuberculosis and diplococcus 
pneumoniae, cultivation and preserva- 


Petri 


Mural 


pneumococcic, association 
acute interstitial pancrea- 


tion of, in market eggs, 532 _ 2 
Myocarditis, syphilitic aortitis, hepatic cir- 
rhosis, general considerations on 


pathogenesis, 139 


N 


Neoarsphenamine and mapharsen, biliary ex- 
cretion of, effect of bile acids on, 853 


Neoplasms, malignant, local eosinophilia in, 
R20 

Neuromuscular maturation of human infant, 
230 (B. Rev.) 

Nitrate reduction, modified test for deteetion 
of, 404 


Nitrogen, nonprotein, selenium method for de- 


termination of, 666 
Nodal rhythm and bundle branch block fol- 
lowing aspirin hypersensitivity, 595 


Nomogram for organ weights of children, 1300 

Nutritional macrocytic anemia in patients 
with pellagra or vitamin B complex 
deficiency, 1226 


status of Staphylococcus aureus «as_ influ- 
enced by proflavine, 383 
oO 

Oils used for intramuscular injections, 259 

Opium alkaloids, pharmacology of, 450° (CB. 
Rev.) 

Oral thermometers, clinical use of, 179 

Organ weights of children, nomogram for, 
1300 


Oscillometer and thermocouple as diagnostic 
aids in peripheral vascular disease, 


1147 

Oximeter with automatic compensation for 
vasomotor changes, laboratory test 
of, 987 


Oxygen toxicity, effect of humidity and tem- 
perature on, 1134 


YP 
P. lophurae in chick, effect of heparin on, 840 
P. notatum flask cultures, simple apparatus 
for periodic testing of, 749 
Pancreatitis, acute interstitial, association 
with acute pneumococcie 
endocarditis, 590 
Pandy test and total protein content of spinal 
fluid, relation between, 542 


of, 
mural 
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Pappenheim stain, stable modification, 207 


Paraffin method, quick, for small biopsies, 74 
rings, multiple, mechanical device for mak- 
ing, for slide precipitation tests for 

syphilis, 1100 


tissue preparations utilizing Kahn shaker, 
simple rapid method for, 304 
Parkinson's 67 
Paroxysmal tachyeardia, transient 
version following, 598 
Paste, electrode, adhesive nondryinz, 81 
Pathogenesis, general considerations on; syph- 
ilitie aortitis, myocarditis, hepat- 
ic cirrhosis, 139 
Pathognostic seroflocculation, 


disease, 


T-wave in- 


1198 


Pathologie conditions, seroflocculation with 
new group of antigens in, 

sera, cold-susceptible globulin fraction of, 
102 


specimens, fixed color photography of, 994 


Pediatrician, compleat, 560 (B. Rev.) 
Pellagra, patient with, nutritional macrocytic 
anemia in, 1226 


Penicillin chemotherapy, ineffective, of arthrit- 
ic rats infected with pleuropneu- 
monia-like organism, 372 

commercial, acute toxicity of, 809 
convenient assay method for, 319 
recovery of, from urine, 769 

Penile lesions, dark-field diagnosis of, 82 

Peripheral arterial pressure in rabbit’s ear, 
simple apparatus for determining, 
oY 








vascular disease, oscillometer and thermo- 
couple as diagnostic aids in, 1147 
pH in gold reaction, signficance of, 970 
Phagocytosis, effect of heparin on, 840 


Pharmacologic action of 2-methylaminohep- 
tane (EHA-1), 150 

Pharmacology of opium alkaloids, 450 (RB. 
Rev.) 

Phenol coefficients, determination of, in pres- 
ence of surface tension depressants, 
767 


Phosphorus, radioactive, hematologic compli- 
cations of therapy with, 1020 
Photographs of fluorescence phenomena in 
color, inexpensive method for pub- 
lishing, 1207 
Photography, color, of 
mens, 994 
Phthalylsulfathiazole, clinical use of, 785 
Physical diagnosis, applied, 1210 (B. Rev.) 
Picrotoxin treatment and barbiturate intoxi- 
cation, 265 
automatic, simple, 


fixed pathologic speci- 


Pipette, 


747 


Koch, modified, for Carr-Price reagent dis- 
penser, 992 
mechanical homemade, 872 


modified, for prothrombin determinations, 
986 

Plasma clot tensile strength, 282 

human, recaleified, serum from, for sero- 
diagnostic tests for syphilis, 1287 


Plasma-coagulating staphylococci in 
chronic invalids, 938 
Plates, blood agar, 538 
Pleuropneumonia-like organisms, arthritic rats 
infected with, ineffective penicillin 
chemotherapy of, 372 
Pneumococcal pneumonia, treatment 
sulfamethazine, 568 
Pneumococciec mural endocarditis, association 
of, with acute interstitial pancrea- 
titis, 590 
Pneumonia, atypical, human serum treatment 
of, 493 
pneumococcal, treatment of, with sulfameth- 
azine, 568 
“reverse” typing as aid in diagnosis of, 1203 
Policy, editorial, 781 
Polychrome methylene blue-eosin stains, 
No. 28, simplified stain for use in elinical 
laboratory, 1094 
Polysaccharide from tubercle bacillus, 231 
PR interval, short, and prolonged QRS, coro- 
nary disease associated with, 673 
Pregnancy hormone test, use of albino rat in, 
in juvenile diabetes, 369 
serum, human, reaction of Xenopus laevis 
daudin (South African clawed frog) 
to, 527 


feces of 


of, with 


1097 
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Preservation of, cultivation and, of diplo- 
coccus pneumoniae and mycobac- 
terium tuberculosis in market eggs, 
532 

Protlavine, nutritional status of Staphylococcus 
aureus as infiuenced by, 383 

Promegaloblast, 127 


Pronormoblast, 127 


Propylene glycol as menstruum for adminis- 
tration of steroid hormones, 1256 


in vitro of, on erythrocytes, 197 
on leucocytes, 203 
Prosthesis, facial and body, in relation to war 
wounds, 667 
and amino acids, 
quantities of, 963 
content of spinal fluid and Pandy test, rela- 
tion between, 542 
serum, concentration, relationship of blood 
iso-agglutinin titers to, 1156 
Protein-antiprotein systems, microscopic ob- 
servation of collodion particle agglu- 
tination in, 352 
serum, determination of, adaptation 
of direct biuret method to box com- 
parator colorimetry, 436 
Proteinuria, simplified and rapid test for, 228 
Prothrombin determinations, modified pipette 
for, 986 
Psychiatry, borderlands of, 119 (B. Rev.) 
fundamentals of, 884 (B. Rev.) 
Pulmonary disease, chronic, in South Wales 
coalminers, 119 (B. Rev.) 
valve with malformed leaflets, sub- 
acute bacterial endocarditis confined 
to, 825 
Purpuric lesions in meningococcic infections, 
3 


» 


effect 


Protein ingestion of large 


Proteins, 


Pulmonic 


mit 

sphincter, application of ‘“‘inducto- 

graph” to registration of movements 

of, 863 

rogen, purified, from Eberthella typhosa, 58 

rogenicity, leucocytosis as index of, in 
fluids for intravenous use, 735 


Pyloric 


Py 
Py 


Q 


QRS, prolonged, and short PR interval, coro- 
nary disease associated with, 673 

Quinine in avian malaria infections, apparent 
advantage of frequently adminis- 
tered, 43 


R 


Rabbit box, 303 
holder, multiple, 308 
Rabbits, experiments on, Raynaud's 
with cold agglutination, 1074 
kidneys of, pathologic changes produced by 
prolonged administration of sulfa- 
pyrazine and sulfamethyldiazine in, 
compared with sulfathiazole and 
sulfadiazine, 574 
peripheral arterial pressure in 
simple apparatus for, 214 
Rabies, 120 (B. Rev.) 
Radioactive phosphorus, hematologic 
cations of therapy with, 1020 
Rats, adult female, effects of ether anesthesia 
upon total erythrocyte and white 
cell counts of, 1070 
albino, absorption of sulfonamides from gas- 
trointestinal tract of, 921 


disease 


ears of, 


compli- 


use of, in pregnancy hormone test, 419 
arthritic, infected with pleuropneumonia- 
like organisms, ineffective penicillin 


chemotherapy of, 372 é 
effect of estrone on anaerobic glycolysis of 
uterus of, 957 


of subcutaneous injection of urine and 
urinary extracts from rheumatoid 
patients into, 19 

improved restraining device for hemato- 


logical work with, 981 
toxicity of gold compounds in, 1168 
Raynaud’s disease with cold agglutination, 
vasospastic factor in serum of case 
of, 1074 


Reaction following ingestion of sodium ben- 
zoate in patient with severe liver 
damage, 188 

of Xenopus laevis daudin (South African 


human pregnancy 


clawed frog) to 
serum, 527 
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cold hemagglutination, ins tubercu- 
osis, 270 

in blood and organs of dogs on intravenous 

injection of hemoglobin solution, 625 

viewing device for, 752 

drop, electrone tube, 410 

simple, for animal experiments, 


Reactions, 


Kahn, 
Recorder, 
ventilation, 
205 
Relationship between blood volume and blood 
specific gravity in recovery from 

cardiac decompensation, 390 


Pandy test and total protein content of 
spinal fluid, 542 


Remedy, itch, Cirea 42, 177 

Renin, low temperature incubation with, assay 
of renin substrate by, 633 

substrate, assay of, by low temperature in- 

cubation with renin, 633 

Repair of cranial defects by cast 
grafts, 546 

Restraining device, improved, for hemato- 
logical work with rats and mice, 981 

Resuscitation, manual and mechanical, in ex- 
perimental asphyxia, 695 


chip-bone 


Rheumatoid patients, effect of subcutaneous 
injection of urine and urinary ex- 
tracts from, into rats, 19 


Romanovsky staining of blood films, and role 
of methylene violet, 1181 
Ss 
1042 
military 


Salmonella anatum, 
food infection in 
oranienburg, 1042 
types, occurrence of, in inhabitants of state 

hospitals of greater Chicago area, 
375 
typhi murium, 1042 

Salts, effect of, on activity of sulfacetamide, 

= 


personnel, 1042 


Saturation test, ascorbic acid, 324 
Schizophrenic patient, insulin stupor in, ex- 
treme resistance to, 55 
method for determination of 
protein nitrogen, 666 
Sensitization of erythrocytes, 
684 
Septicemia, 


Selenium non- 


reversibility of, 


meningococeal, bilateral adrenal 
hemorrhage (Waterhouse-Friderich- 
sen syndrome) associated with, 357 
Sera, human, normal, staphylococcus antitoxin 
titers in, 1162 
Seroflocculation with new group of antigens in 
some pathologic conditions, 1198 
atabrine concentration, simple method 
for estimating, 1303 
blood, determination of tocopherol in, 772 
from recalcified human plasma, suitability 
of, for serodiagnostic test for syph- 
ilis, 1287 
of case of Raynaud's disease with cold ag- 
glutination, Vvasospastic factor in, 
1074 
concentration, relationship of, to 
blood iso-agglutinin titers, 1156 
proteins, determination of, adaptation of di- 
rect biuret method to box compara- 
tor colorimetry, 436 
stabilizing, for blood typing, 766 
treatment, human, of atypical 
193 
Sesame oil, effect of gonads and 
absorption of, 850 
anaphylactic, in actively sensitized 
guinea pig, effect of artificially in- 
duced fever on, 614 
intraperitoneal implantation of re- 
constituted desiccated muscle, 339 
patients in, determination of blood volume 
in, 1273 
Short wave diathermy, effect of heat produced 
by, on activity of muscle, 609 
Sickness, altitude, possible allergic factor in, 


Serum 


protein 


pneumonia, 
adrenals on 


Shock, 


from 


bacteria, 
sections 


demonstration of 
and fungi in 


stain for 
spirochetes, 


Silver 


from paraffin-embedded tissue 
blocks, 868 
Smears, gastric mucus, permanent meta- 


chromatic staining of, 321 

Sodium benzoate, reaction following ingestion 
of, in patient with severe liver 
damage, 188 
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Solution, simple acid water, for better visuali- 
zation of malarial parasites using 
Wright's stain for thick blood films, 
11038 
concentrated, more stable, prepara- 
tion of, 337 
Solutions, staining, self-buffering, 1097 
South African clawed frog, reaction 
human pregnancy serum, 527 
Wales coalminers, chronic) pulmonary 
disease in, 119 (B. Rev.) 
Specimens, fixed pathologic, color photography 
of, 994 
pathologic, method of 
Petri dishes, 91 


urease, 


to 


South 


LTOSS mounting, in 


Spectrophotometer and optical colorimeter, 
microdetermination of amino acid 
nitrogen in blood with, 222 

Sperm, human, care of, 211 

Sphygmomanometer cuff, effect of distal ap- 
plication of, on localized venous 
pressure and aid in’ venipuncture, 


539 


Sphygmomanometry, indirect, 638 


Spinal fluid, total protein content of, and 
Pandy test, relation between, 542 

Spirochetes, bacteria, and fungi in sections 
from paraffin-embedded tissue 
blocks. silver stain for demonstration 
of, 868 

Splenic tissue, traumatic autograft of, in body 
wall, 247 

Stain, Mallory’s phosphotungstic acid hema- 
toxylin, for intestinal protozoa, 534 


Pappenheim, stable modification, 207 
Polychrome No. 28, for use in clinical labo- 
ratory, 1094 


silver, for demonstration of bacteria, spiro- 
chetes, and fungi in sections from 
paraftin-embedded tissue blocks, 868 
Wright's polychrome methylene blue-eosin, 
1097 
Staining, metachromatic, permanent, of gastric 
mucus smears, 321 
fomanovsky, of blood films and role of 


methylene violet, 1181 
solutions, self-buffering, 1097 
tubercle bacilli in fluorescence 

comparison of procedures 

Staphylococei, plasma-coagulating, 
chronic invalids, 938 


microscopy, 
for, 218 
in feces of 


Staphylococcus antitoxin titers in normal 
human sera, 1162 
aureus, nutritional status of, as influenced 


by proflavine, 383 


polysaecharide fraction of three-hour cul- 
tures of, chemical composition and 
antigenic properties of, 1054 
Sternal bone marrow in the aged, 508 
Steroid hormones, propylene glycol as men- 
struum for administration of, 1256 
Stomach, ‘digestion’? of metal in, 687 


Stupor, insulin, in schizophrenic patient, ex- 

treme resistance to, 55 

bacterial endocarditis confined to 

pulmonic valve with malformed leaf- 

lets, 825 

Subnutrition, vitamin C, intradermal test for, 
164 


Subacute 


Sulfacetamide, effect of certain salts on ac- 
tivity of, 462 
Sulfadiazine, acute macrocytic hemolytic 


anemia following administration of, 

. ‘ 
and sulfathiazole, prolonged administration 

of sulfapyrazine and sulfamethyldia- 
zine in kidneys of rabbits compared 
with, 574 

Sulfamerazine and sulfanyrazine, prolonged 
administration of, in kidneys of rab- 
bits as compared with sulfathiazole 
and sulfadiazine, 574 

therapy, acute agranulocytosis during, 899 

Sulfamethazine treatment of pneumococcal 
pneumonia, 568 

Sulfamethyldiazine (sulfamerazine) and sulfa- 
pyrazine, prolonged administration 
of, in kidneys of rabbits as com- 
pared with sulfathiazole and = sulfa- 
diazine, 574 

Sulfapyrazine and sulfamethyldiazine 
merazine), prolonged i 
of, in kidneys of 
pared with sulfathiazole 
diazine, 574 


(sulfa- 
administration 
rabbits as com- 
and _ sulfa- 
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Sulfathiazole and sulfadiazine, prolonged ad- 
ministration of sulfapyrazine and 
sulfamethyldiazine in kidneys of rab- 
bits compared with, 574 

Sulfonamide and urea by mouth for sulfon- 
amide-resistant gonorrhea, 889 

determination in blood using xylenesulfonic 
acid as protein precipitant, 879 

Sulfonamides, absorption of, from gastroin- 

testinal tract of albino rats, 92 

of, upon growth of a-hemolyticus 

Streptococcus, 454 

Supports, laboratory, 5 

Surface tension depressants, determination 
phenol coefficients in presence 


effect 





of 
of, 


767 
Symptoms, analysis and interpretation of, 999 
(B. Rev.) 
Syndrome, Waterhouse-Friderichsen, 703 
Syphilis, mechanical device for making mul- 
tiple paraffin rings for slide precipi- 
tation tests for, 1100 
persistence of falsely positive serologic tests 
for, in nonsyphilitic infections, 473 
serodiagnostic tests for, suitability of serum 
from recalcified human plasma for, 
1287 
T 
Tachyeardia, paroxysmal, transient 


inversion following, 598 
Technique for measurement of glycogenesis, 


T-wave 


simple auscultatory, for estimation of blood 
pressure of dogs, 97 
Techniques, micrurgical and 
B. Rev.) 
Telangiectasia, multiple, homozygous form of, 
211 


germ-free, 119 


Temperature and humidity, effect of, on oxy- 
gen toxicity, 1134 


and time guide for inspissating culture 
media, 526 
Tensile strength of plasma clot, 282 
Test, agglutination, rapid, for diagnosis of 
tularemia, 976 
ascorbie acid saturation, 324 


cold autoagglutination, 271 
isoagglutination, 270 
creatinine clearance, 1015 


for pregnancy, reaction of Xenopus laevis 


daudin (South African clawed frog) 
to human pregnancy serum, 527 
for proteinuria, simplified and rapid, 228 


164 
reduction, 


intradermal, for vitamin C subnutrition, 

modified, for detection of nitrate 
404 

andy, and total protein content of spinal 

fluid, relation between, 542 

pregnancy hormone, use of albino rat in, 419 

Testing, periodic, of P. notatum flask cultures, 


simple apparatus for, 749 
splenic, traumatie autograft of, in body 
wall, 247 
Tests for syphilis, serodiagnostic, suitability 
of serum from. recalcified human 
plasma for, 1287 
laboratory, of oximeter with automatic 


compensation for vasomotor changes, 


. ‘ 

serologic, falsely positive, persistence of, 
for syphilis in nonsyphilitic infec- 
tions, 473 


slide precipitation, for syphilis, mechanical 
device for making multiple paraffin 
rings for, 1100 
tuberculin, transdermal and intracutaneous, 
comparative results, 398 
Texto de bacteriologia, 118 (B. Rev.) 


1X6 
of, 


Therapy, diuretic, combined, studies in, 
inhalational, principles and_ practices 
887 (B. Rev.) 
migraine by electrolytes 
volume, 709 
sulfamerazine, acute agranulocytosis during, 


of affecting blood 


899 
transcricoid, deaths following use of local 
anesthetics in, 478 
radioactive phosphorus, 
complications of, 1020 
Thermocouple and oscillometer as diagnostic 
aids in peripheral vascular disease, 
1147 
Thermometers, oral, clinical use of, 179 


with hematologic 
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Thiouracil in tissues and body fluids, methods 


for determination of, 329 
Timbé (Lonchocarpus H.B.Kk.), allergy from, 
939 


Time and temperature guide .for inspissating 
culture media, 526 
blocks, paraffin-embedded, silver stain 


for demonstration of bacteria, spiro- 


Tissue 


chetes, and fungi in sections from, 
S68 

culture, growth of fibroblasts in, effect of 
water-soluble chlorophyll derivatives 
and other agents upon, 241 

extracts, micro-mincer for preparation of, 
1104 

Tissues, freezing-drying of, for storage, ap- 

paratus for, 657 


thiouracil in, methods for determination of, 
329 


Tocopherol, determination of, in blood serum, 
ta Tiley 


i 
Toluidine blue and azure A reactions, stand- 


ardization and assay of heparin by 
(correction), 117 

Toxicity, acute and chronic, of isopropyl al- 
cohol, 561 


of commercial penicillin, 809 
of gold compounds in rats, 1168 
of yohimbine hydrochloride, 1222 


effect of humidity and temperature 
on, 1134 


oxygen, 

Transcricoid therapy, deaths following use of 
local anesthetics in, 478 

Transcutaneous and intracutaneous tuberculin 
ests, comparative results with, 398 

Transdermal and = intracutaneous tuberculin 
tests, comparative results with, 398 

Transportation of delayed gonococcus cultures, 
solid medium for, 314 

Traumatie autograft of splenic tissue in body 
wall, 247 


Treatment, human serum, of atypical pneu- 
monia, 493 

of athlete’s foot, cotton hose as vehicle for 
fungicide in, 606 


of diabetes, 168 
of epidemic cerebrospinal meningitis, 585 


of pneumococcal pneumonia with = sulfa- 
methazine, 568 
of sulfonamide-resistant gonorrhea with 


urea and sulfonamide by mouth, 8&9 
picrotoxin, and barbiturate intoxication, 265 
sympatholytic, of experimental hypertension, 
1217 
Treponema pallidum, differential motility 
characteristics of, 82 

Trichinosis, 1307 (B. Rev.) 

Tube, hematocrit, new, 301 

Tubercle bacilli, comparison of procedures for 
staining, in fluorescence microscopy, 


bacillus, polysaccharide from, 231 


Tuberculin tests, transdermal and_= intracu- 
taneous, comparative results, 398 
Tuberculosis, blood in, clinical significance of, 
18 (B. Rev.) 
cold agglutinins in, 936 


hemagglutination reactions in, 270 


laboratory diagnosis of, 75 
Tularemia, diagnosis of, rapid agglutination 
test for, 976 
human, isolation of Bacterium tularense 


from sputum of atypical case of, 903 
in cats, 911 
in chicks, 912 
in dogs, natural occurrence of, used 
source of canine distemper virus, 906 
in laboratory animals, 913 
in mice, 912 
T-wave inversion, transient, following parox- 
ysmal tachycardia, 598 
as aid in 
1203 


as 


“reverse’’” diagnosis of 
pneumonia, 


763 


Typing, 


serum, 
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Ulcerative colitis, treatment of, with phthalyl- 


sulfathiazole, 797 

Urea and sulfonamide by mouth, treatment 
for sulfonamide-resistant gonorrhea, 
889 

Urease solution, concentrated, more stable, 


preparation of, 337 
Uremia, cardiotoxic substances in blood and 


heart muscle in, 715 
Urinary extracts and urine from rheumatoid 
patients, effect of subcutaneous in- 
jection of, into rats, 19 
Urine, ammonia in, determination of, 447 
and urinary extracts from rheumatoid pa- 
tients, effect of subcutaneous injec- 
tion of, into rats, 19 
recovery of penicillin from, 769 
\ 
Vascular responses in extremities of man in 
health and disease, 782 (B. Rev.) 


Vehicle for intravenous administration of fat- 
soluble hormones, 530 
Venipuncture, effect of distal application of 
sphygmomanometer cuff on localized 
venous pressure and aid in, 539 
Venous pressure, localized, effect of distal ap- 
plication of sphygmomanometer cuff 
on, and aid in venipuncture, 539 
Ventilation recorder for animal experiments, 
1205 
arteries, of: considera- 


Vertebral aneurysms 


tion of their etiology, 28 
Vertigo and related conditions, 680 
Vi agglutinative properties for Bacterium 


typhosum demonstrated following in- 
; . fection with malaria parasites, 916 
Viewing device for reading Kahn reactions, 
spill 


ide 
Kahn, with standard illumination for 
reading tubes in rack, 755 
Virus, influenza, Melbourne strain of, resist- 
ance of, to desiccation, 37 
persistence of, on human hand, 121 
Vitamin B complex deficiency, patients with, 
nutritional macrocytic anemia _ in, 
1226 
( subnutrition, intradermal test for, 464 
I), effects of, on capillary permeability by 
use of dye T-1824, 48 


Ww 


wounds, facial and body prosthesis in 
relation to, 667 

Waterhouse-Friderichsen syndrome, 708 
associated with meningococcal septicemia, 


War 


oot 

Weights, organ, of children, nomogram for, 
1300 

Wounds, aerobic and anaerobic cultures. of, 
gentian violet-blood agar plates used 
in, 1090 

healing, role of creatine in cell growth in 

vitro and its use in, 33 


war, facial and body prosthesis in relation 
to, 667 
polychrome 
stain, 1097 
stain for thick blood films, simple acid water 
solution for better visualization of 
malarial parasites using, 1103 


Wright's methylene — blue-eosin 


x 


Xenopus laevis daudin (South African 
frog), reaction of, to human 
nancy serum, 527 

Xyvlenesulfonic acid, as protein precipitant for 


clawed 
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sulfonamide determination in blood, 
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Yohimbine hydrochloride, 1217 
toxicity of, 1222 
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